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Econ-O-Wash Laundry 


The coin-operated laundromat at 1337 Velp Ave. in Green Bay was known as the Econ-O-Wash when it was 
photographed in 1959. The building was damaged by a fire in 1966, but continues to operate as a laundromat. 

» Order a reproduction of this and other photos from the Neville Public Museum of Brown County at 

http://photos.nevillepublicmuseum.org. 
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